To:  Webster,  Susan[webster.susan@epa.gov] 

From:  Google  Alerts 

Sent:  Fri  8/7/201 5 5:00:38  PM 

Subject:  Google  Alert  - On  Scene  Coordinator 


On  Scene  Coordinator 

Daily  update  August  7,  2015 
NEWS 


Plans  to  plug  the  Gold  King  Mine  backfire 


The  Durango  Herald 

Work  at  the  Gold  King  will  continue  under  a different  on-scene  coordinator,  because  Griswold  was  filling  in 
this  week  for  the  long-term  coordinator  who  ... 
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